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SUBJECT : AIR CONDITIONERS FOR MANAMA CHANCERY 

REF : STATE 082773 

1. SINCE WE HAVE COMPLETED RENTAL NEGOTIATIONS ON 
JUNE 30, WE PLAN TO MOVE TO OUR NEW CHANCERY BUILDING 
ON AUGUST 1 OR AUGUST 15, 1975, AT LATEST. BECAUSE 

OF THE SHIPPING LEAD TIME CONCERNED, WE NEED TO HAVE 
THE THIRTY AIR CONDITIONERS (REFTEL) SENT TO US 
RIGHT AWAY. 

2. OUR LATEST INFORMATION IS THAT THE AIR CONDITIONERS, 
INITIALLY STORED IN ATHENS, WERE BEING SENT TO BEIRUT. 

3. WE WOULD APPRECIATE DEPARTMENT CONTACTING CURRENT 
ACTUAL STORAGE POINT AND REQUESTING MOST DIRECT 
SHIPMENT TO MANAMA. AN IDEA OF ETA WOULD BE MOST 
HELPFUL FOR OUR PLANNING. 
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